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PRESS RELEASE 

The Cleveland Museum of Art 

Public Information / 11150 East Blvd. / Cleveland, Ohio 44106 / 216 421*7340 


PLEASE NOTE: CHANGE IN DECEMBER CALENDAR OF EVENTS 

The holiday film scheduled on December 31 at 1:30 pm will now be 
The Go-Between , starring Julie Christie and Alan Bates. Screenplay 
by Harold Pinter. 1971. Color. 116 minutes. Rated PG . 

The Ruling Class > originally scheduled at air at this time* has been 


cancelled . 



